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SUBJECT: FDA REPRESENTATIVE ATTENDING INTERNATIONAL 

MEETING. 

1 . FDA ADVISES THAT ROBERT S. KENNEDY, PH.D., CLASSIFICA- 
TION COORDINATOR, BUREAU OF MEDICAL DEVICES AND DIAGNOSTIC 
PRODUCTS WILL BE IN LONDON, ENGLAND SEPTEMBER 20-22, 1976 
DURING WHICH TIME HE WILL PARTICIPATE IN THE SECOND CONFER- 
ENCE ON MATERIAL USED IN MEDICINES AND BIOLOGY-PROBLEMS 
OF BIOCOMPAT ABILITY. DR. KENNEDY WILL PRESENT A PAPER EN- 
TITLED, BIOCOMP ATABILITY AND REGULATIONS OF SURGICAL IM- 
PLANTS. 

2. ASSISTANCE OF EMBASSY WILL NOT BE REQUIRED. ROBINSON 
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